OLD  ST.  DAVID'S  CHURCH 
in  Radnor,  Pa. 
Built  in  1715  by  Welsh  settlers,  this  historic  land- 
mark was  used  as  a  hospital  during  the  Revolution, 
and  the  leaden  sash  from  its  windows  was  melted 
for  bullets.  The  famous  patriot  General  Anthony 
Wayne  is  buried  in  the  churchyard. 
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